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® CENTRISEP AIR CLEANER ® 
G.P. PATENT 1.207.028, 1.236.941, 1.465.915 
FOREIGN PATENTS AND OTHERS PENDING 
ASSY PT No. ISS No. 
TYP 56 POSN MOD No. 
SERIAL No. KIT P/N QB05008 
S CUSTOMER PT No. 


PALL AEROSPACE 


@A DIVISION OF PALL EUROPE LTD 
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REF: IDENT LABEL (QB3333) 
PART OF QB21304 EAPS (REF 01) & QB21310 DUCT (REF 03) 


(SEE NOTE 1) 
TYP 56 POSN 


ISOMETRIC VIEW 
SCALE 1:4 


THIS IS A KIT OF PARTS 
CONSISTING OF THE FOLLOWING: 


CONTRACT NO AS 350 WE 


REF] PART NUMBER | QTY DESCRIPTION MATERIAL / REMARKS 
01 | QB21304 1 ASSEMBLY, SEPARATOR 
02| QB21308 1 ASSEMBLY, SCREEN 
03 |  QB21310 1 ASSEMBLY, DUCT 
04 | LNg038-05-14 | 56 BOLT, M5 X 14 
D 05 | BS4320-A5 | 56 WASHER, M5 
= 06 |  @R10616 1 KIT , TUBE REPAIR 
07| az14331 1 PACKING CRATE 
NOTES: QD3108 - Bu - 
A | 08 ee 15 ANCHOR NUT 
1. ON THE QB21304 & QB21310 LABELS ETCH: 'KIT P/N QB05008' <= Mel Ge | aueasvescus | ae eer Rolip Gok 
ADDED IN FONT SIZE 2.5 IN POSITION SHOWN BELOW. 
(© 2013 PALL ELROPELT USWESficiia = lie =a eallaiso ANGLE | pac per pew APPROVALS 
2. ON THE QB21308 LABEL, ETCH: 'KIT P/N QB05008' This document may contain cont. ILL IMETRES ROJECTION | 14. 5-194 
ADDED IN FONT SIZE 2.5. cic ANE TOLERANCES PRED) gs Bag 
D. The document, design ri | : PROJENG] | 
3. INSPECT UNIT I.A.W. ATPBO5008. t : Eur | APPLICATION MFG ENGR] 
A PART MARK S<) istribution to third | ics, i ; EXT ASSY TECH APRL APR a ee A 
4. PACK TO QB05008 SHT 6. ALL ITEMS TO BE SUPPLIED LOOSE. TO QDS016 \VBS/ 184 eS KK SS ee COLEJDRG NO un 
ie F USED ON DSGN APR] DP SMITH [18 APR 2013] Al. | U0088 QB05008 IBY 
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